Chapel was built as a thank offering for 
recovery from injury, in 1856 by Michael 
Decker, Father of Monsignor Michael Joseph 
Decker, and accommodates thirty worshippers. 

Sponsored since 1928 by St. Mary's Assembly 
Fourth Degree, Knights of Columbus. 

Chapel Always Open — Visitors Welcome 
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Decker Chapel, Smallest Church in U. S. A., on Route 255 , St. Marys , Pa. 


1B42I-N 




